Report Run Time: 
12/23/2015 12:03:00 PM 


Run By: 
Thomas Buneo 


Closed Batch Status 


Entry Date: Dec 23 2015 12:00PM EST Cut Off Time: 8:00PM EST 

Client: DEMOCRATIC PARTY OF VIRGINIA, 540495203 

Deposit: Democratic Party Of Virginia2 

Account #: 151021400 Account Name: Democratic Party Of Virginia2 


Batch Pending Count Pending Total Canceled Count Canceled Amounl 


50635739 [ 151223C Dec 23 2015 12:00PM EST ] 7 $ 2,705.07 0 $ 0.00 

Created By: ADMtN Closed By: ADMIN 
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